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GOVERNMENT OF GOA 

( ii) for entries in item 2 , the following entries 

shall be substituted namely : 
Department of Power 

* 2." Tariff- LT- c / Commercial KWH /Month PS / Unit 
Notification 

Applicable to shop , offi. For fist 30 units 82 
2 / 20 / 86 -PS & WD 

ces , Railway stations, ho- For next 120 102 
In exercise of the powers conferred by section 23 

tels, restaurants , photo units 
read with section 51- A of the Indian Electricity Act, 
1910 (Central Act 9 of 1910 ) , the Government of 

graphic studios, X -Ray For next 850 

122 
Goa hereby amends the Government Notification installation , laundries , dry units 
No. 2 / 20 / 86 - PS & WD dated 27/6/1988 published cleaners , cinema theatres , All balance con 

1321 
in the Official Gazette Sr. I No. 12 dated 28-6-1988 

AIR station and other sumption 
( hereinafter referred to as the " principal Notifica 

commercial installations 
tion " ) , as under : 

for lights, fans , radios , 
In the Schedule to the principal Notification 

heating and other appli 

ances . 
1. Under the heading I. General Conditions , for 
item 7, the following item shall be substituted , 
namely : 

( iii ) for entries in item 3 , the- folowing entries 
“ Surcharge of one percent compound per shall be substituted , namely : 
month or part thereof shall be levied on the all 
delayed payment of bills . 

" 3. Tariff LT-P /Motive Powers ( KWH / Month Ojges PŠJUNI 
Each component of the bill shall be rounded 
off to the nearest rupee ( fraction of fifty paise 

Applicable to consu 

consu- All consumption 72 
and above shall be roinded off to the next 
higher rupees and the fraction of less than fifty 

mers for general motive 

upto 20 HP of 
paise shall be ignored ) . 

power service 

connection load 
2. Under the heading II. Definition ; A -Low Ten 

All consumption 92 " 
sion Supply ; 

above 20 HP of 
(i) for entries in item 1 ( a ) , the following en 

connected load 
tries shall be substituted , namely : 

(iv ) for entries in item 4 , the following entries 
" 1 ( a ) Tariff-LI- D / Domestic KWH /Month PS / Unit shall be substituted , namely : 
Applicable to private For first 30 units 52 

" 4. Tariff LT-Ag / Agriculture KWH /Month PS / Unit 
houses , bungalows, clubs, For next 120 units 72 
hostels and hospitals run 
on non - commercial lines , For balance con 

Applicable to irrigation All Consumption 37" 
charitable , educational sumption above 

pumping and agricultural 
and religious institutions, 

150 units 

92!! 

purposes , poultry , dairy , 
etc. for lights, fans, ra 
dios , domestic heatings 

20. skpiggery , pisciculture , etc. 
and other household appli 

for lights , fans, heating 
and other appliances. 
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( v ) for entries in item 5 , the following entries 
shall be substituted , namely : -- 


" Demand Charges 


Plus energy 

charges 


is 


92 Ps /Unit 


PS / unt 


" 5. Tariff LT-PL / Public Ligh- KWH /Month . 

ting 


b ) for billing demand in All con 
excess of contract demand sump 
Rs. 50 / - per KVA per tion 
month . 

above 
50,000 
units. 


62" 


Applicable to public All consumption 
lighting system including during the 
signal system , and part month 
lighting belonging to local 
authorities such as Muni 
cipalities / Panchayats , etc. 
This is also applicable to 
public lighting of Govern 
ment/ semi-Government es 
tablishment. 


( iii ) for entries covered in columns of item 8 , the 
following entries shall be substituted , nameiy :--- 


“ 8. Tariff HT- O /Optional 


KWH / Month 


PS / Unit 


102 " 


3. Under the heading B. High Tension Supply : 

( i) for entries of item 6 the following below the 
first paragraph under columns shall be substitu 
ted ; namely : 


This is an optional All Consump 
tariff applicable to consu tion 
mers having 

connected 
load upto 150 KVA Only 
as an alternative to the 
tariff HT- I / Industrial des 
cribed above . The option 
once exercised cannot be 
changed within the period 
of 12 billing months from 
the date of option . 


" Demand Charges 


Plus Energy Charges Ps /Unit 


92 


(iv ) for entries covered under columns of item 9 , 
the following entries shall be substituted , name 
ly : 


a ) Rs. 30 / - per month - All consump 
per KVA of billing De 

tion upto 
mand upto contract de 50,000 units 
mand 

b ) for billing demand in All consump 
excess of contract demand tion above 
Rs . 50 / - per KVA per 50,000 units 
month . 


102 


" 9. Tariff HT-Ag / Agricultural 


KWH /Month Ps /Unit 


37 


21 


( ii ) for entries covered below the first paragraph 
under item 7, the following entries shall be substi 
tuted namely : 


Applicable to supply. All consump 
of power at 11KV and tion 
above to agricultural con 
sumers, 

Lift" Irrigation 
Schemes , agricultural 
farms, etc. 


" Demand Charges 


Plus energy 

charges 


This Notification shall come into force with effect . 
from 1-9-1989 , for the Bills payable in October , 1989 . 


82 PS / Unit 


By order and in the name of the Governor 

of Goa . 


a ) Rs. 30 / - per month All con 
per KVA of Billing De 

sump 
mand upto contract De tion 
mand . 

upto 
50,000 
units . 


Subhash V. Blekar , Under Secretary (Industries . 
and Power ) ; 

Panaji , 12th September, 1989 , 
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